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UNCLASSIFIED 

PAGE 01 STATE 053963 

71 

ORIGIN AEC-11 

INFO OCT-01 10-03 ISO-OO SCI-06 RSC-01 /022 R 
66616 

DRAFTED BY: USAEC:IP:IAEA:JEAMMONS 
APPROVED BY: SCLHDBREWSTER 
IO/SCT:FJGALANTO 

004714 

R 182253Z MAR 74 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 053963 

E.O. 11652: N/A 

TAGS: AORG, OCON, ENRG, IAEA, TECH, ECAFE, TH, XE 

SUBJ: IAEA/EC AFE REGIONAL SURVEY AND BRIEFING COURSE ON TECHNICAL 
AND ECONOMIC ASPECTS OF NUCLEAR POWER, BANGKOK, DECEMBER 
3-18, 1973 

1. JOSEPH A. PRESTELE (CONSOLIDATED EDISON CO. OF NY) PARTICIPATED 
SUBJECT COURSE AT IAEA EXPENSE AND ADVISES THAT HE SUBMITTED 
REQUIRED FORMS LATE DECEMBER TO IAEA FOR REIMBURSEMENT BUT HAS 
HEARD NOTHING FROM AGENCY. PRESTELE REQUESTS ASSISTANCE IN 
CONFIRMING THAT AGENCY RECEIVED HIS LETTER AND FORMS AND 
STATUS OF REIMBURSEMENT. ADVISE. 

KISSINGER 
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